Bombay 


1861400 

Whitmore Pendulum Clock 
Parts List 


A. Clock Housing 

B. Clock Mechanism 

C. Pendulum 

D. Battery 

E. Back Cover 


1 pc 
1 pc 
1 pc 
1 pc 
1 pc 


Please make sure that you have all the parts indicated before you begin assembly of this item. 
This item should be assembled on a soft surface to prevent scratching the finish during assembly. 


Assembly Instructions 

Attach Pendulum (C) Working from the back of the Clock Housing (A), remove the Back Cover (E). 
Hold the Pendulum (C) with the polished side away from you and slide the hook on the top of the 
Pendulum (C) onto the pins of the plastic extension on the Clock Mechanism (B). See illustrations #1 
and #2 

Install Battery (D) Remove the red plastic tab from the Battery (D). Place the Battery (D) into the 
Clock Mechanism (B). Adjust time by turning knob on back of Clock Mechanism (B). Replace Back 
Cover (E). See illustration #1 



Illustration #1 
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